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| SFCRET DPD~5182-59 


| 3 July 1959 


David Clark Company, Inc. 
960 Park Avenue 
Werenater, Massachusetts 


2x er: 


Gentlemen: 


Reference is made to my oral order of 24 Jiume 1959 and 
+o confirming Production List No. DCC-6-25-4 under Contract 
oe for 18 aa. Suits, 18 ea. Coverulls and 3 pr. 


| In ¥iew of revised requirements it is necessary that 

this order be changed to cover the following: 17 ea. Suite, 

| 17 ea. Coveralls and 34 pr. Gloves. Of these totale one (1) 

| ea. Suit, one (1) aa. Coveralls and two (2) pr. Gloves are 
for each of the following at the sites specified: 


Base B: 16, 29, 45, 46, 4g, 50, and 55. 
Base C: 28, 30, 31, 35, 44 and 51. 
Béwards: 19, 20, 33 and 59. 


| Due to the misunderstanding at the time this order wes 
pieced as to the designees for whom the equipment was intended, 
it is understood that there may be certain cancellation charges 
for work already performed. Tf so, please list such charges 
ea your Price Exhibit as follows: 


Laber on cancelled item $ 

Material used in cancelled 
itens and not otherwise 
usable 


Profit 
Potal Cancellation Charges 


By reason of the changes in quantities and designees 
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Proéuction List We. DOC-6-25~1 
tc sauna Manette vite request that the Priced Exhibit 
noo poteni-get ryesies chal reli cachet se chie T Ra ‘ 


The Supply Depot has been advised of these changes. 
Very truly yours, 


Gentracting 


25X1A . Dpp-pp/P: erp 
Distr. 
25X1A i- 
_A-CH-CT Prod List 6-25-4 
1-Finance 


25X1A 1 
1-Personne 


1-Chrono 
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